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SUBJECT:PROPOSED NIH FRENCH COOPERATIVE PROJECT 

1 . NIH INFORMED DEPARTMENT THAT DR. PAUL CARBONE OF 
NATIONAL CANCER INSTITUTE HAS SUBMITTED A PROPOSAL FOR 
COOPERATION WITH FRENCH. PROFESSOR ISRAEL IS ERENCH 
COUNTERPART. PIRET ASSUMES LOCHAK ALSO INVOLVED. 

2. DEPARTMENT WOULD APPRECIATE RECEIVING BACKGROUND 
MATERIAL TO BETTER EVALUATE PROPOSAL. 

3. WHEN RECEIVED, PROPOSAL WILL BE EORWARDED TO SCIATT. 
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